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Fig. 56     Typical Exterior Wall-to-Floor Connection

connection.   The variables affecting its behavior are' also similar
to those discussed for the interior horizontal connection.     How-
ever, the lack of symmetry in the exterior connection causes  an.
eccentric stress distribution which reduces its load-bearing
capacity.   Tests indicate that the ultimate stress for this  con-
nection can be as low as 0.25f', as compared to 0.85f'  for a
concentrically loaded wall panel.'      ''    In addition, the
eccentricities induced at the connection significantly affect the
behavior and design of the exterior walls.

2.6.3   Longitudinal Connection between Floor Elements

This connection, which occurs at adjacent vertical faces of   -indi-
vidual floor elements, is usually'termed a "shear key".   As   Indi-
cated in Figs. 57 and 58, various profile and reinforcement  details
are used for this connection.erican"
